Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 OECD P 06359 121720Z 

43 

ACTION EB-07 

INFO OCT-01 ISO-OO DODE-OO NSAE-00 TRSE-00 ERDA-05 CIAE-00 

COME-OO SSO-OO ERDE-00 MC-02 ACDA-05 EUR-12 /032 W 
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CONFIDENTIAL OECD PARIS 06359 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GW, GE 

SUBJECT: GERMAN HYDRAULIC PRESSURE DRYERS TO GDR - 
IL 1118 

REFS: A. SCOM DOC. (74) 421 

B. STATE 258485 

C. OECD PARIS 5592 

1. GERMAN DEL STATES CASE HAS BECOME URGENT BECAUSE 
CONSIGNEE’S FUNDS FOR THE PURCHASE WILL RUN OUT IN MID- 
MARCH. HE WOULD THEREFORE APPRECIATE US VIEWS AS SOON 
AS POSSIBLE, AND IN ANY EVENT PRIOR TO MARCH 17. 

2. ACTION REQUESTED: FINAL VIEWS BY COB (PARIS) FRIDAY 
MARCH 14. 
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